To:  Bodine,  Susan  (EPW)[Susan_Bodine@epw.senate.gov] 

From:  Levine,  Carolyn 

Sent:  Thur  8/13/2015  3:57:35  PM 

Subject:  Re:  Gold  King 

Hi  Susan, 

The  recent  work  at  the  Gold  King  mine  was  performed  as  part  of  a removal  site  assessment.  The  plan 
was  to  re-open  the  Gold  King  Mine  portal  and  workings  to  investigate  the  conditions  to  assess  the  on- 
going releases.  In  addition,  the  purpose  of  the  work  was  to  identify  and  characterize  specific  water  flows 
into  the  mine  and  evaluate  potential  means  to  mitigate  those  flows  if  possible. 

This  evaluation  was  being  performed  in  conjunction  with  the  time-critical  removal  action  at  the  Red  and 
Bonita  Mine  in  order  to  observe  possible  changes  in  the  discharge  at  the  Gold  King  Mine  that  may  be 
caused  by  the  installation  of  the  bulkhead  at  the  Red  and  Bonita.  The  bulkhead  was  scheduled  to  be 
completed  this  Fall. 


Carolyn  Levine 
U.S.  EPA 

Office  of  Congressional  Affairs 
(202)  564-1859 

> On  Aug  13,  2015,  at  10:11  AM,  Bodine,  Susan  (EPW)  <Susan_Bodine@epw.senate.gov>  wrote: 

> 

> Carolyn, 

> 

> Please  confirm  that  the  time  critical  removal  action  that  included  the  work  at  Gold  King  was  the  action  to 
install  a plug  at  the  Red  and  Bonita  mine  (fact  sheet  attached;  Sept  24,  2014  action  memo  was  too  big  to 
send). 

> 

> When  was  the  installation  of  that  plug  complete? 

> 

> 

> 

> Susan  Parker  Bodine 

> Chief  Counsel 

> U .S.  Senate  Environment  & Public  Works  Committee 
>410  Dirksen  Senate  Office  Building 

> Washington,  DC  20510 
>202-224-6176 

> 

> <upper-animas-red-and-bonita-bulkhead-fact-sheet-5-22-2015.pdf> 
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